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STAT 

Copy <-jof k 


19 Jane 1956 


HEM3RAKDDM FOR* Director of Materiel 
SUBJECT: Work Order Request 

Request Ine tails ti on of one additional panel board track in 
Boon 536 E, 1717 H Street. Additional track ia necessary for 
utilization of transparent screen panel to be installed in the 
sane Room. 


STAT 


0 - Addressee 

2 - In tell 

3 - Ops chron 

li * Adfcin chron 


intelligence orncer 
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